HOW TO PREVENT RODENTS 


FROM ENTERING YOUR HOME 


COMMON RODENT ENTRY & HARBORAGE LOCATIONS 
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Chimney sparks & arrester (i £ ° 


Hutches; Chicken, 
Rabbit, etc. 
Storage shed 


Metal flashing around roof vents 


Cables entering vents & louvers 


Gaps under metal flashing 


Gaps around chimney 


Open vents 


Unharvested or 
fallen fruit 


Torn or missing y 


crawl space cover 


Openings in roof tiles | 
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Bird feeder 


wz « Pet food left out 
“. Uncovered trash cans 
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Wood piles 


— 


ae 
: SS ) 
Opening where A.C. j : 
line enters wall lap ee 
-——7 


Missing meter 
box cover 


Opening where water heater and 
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La Gaps under 
| exterior doors a 
Open vents Debris >= Ps 


Gaps under and to the sides of garage door 


For more information, visit www.Arlington.ma.us/rodents 


Adapted from The City of Berkeley Vector Control Program 
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